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FIELD EFFECT TRANSISTORS ■ MONOLITHIC MICROCIRCUITS 



November, 1965 

Available Now Through Your 

Authorized General Instrument Distributor* . • 


TYPE NO* 

DESCRIPTION 

1-49 

50-99 

100-999 

MEM 

501 

21 Bit Shift Register, single clock, 
-55° to +850C 

$74.50 

62.25 

50.00 

MEM 

501-1 

21 Bit Shift Register, single clock, 
-55° to +85°C 

97.50 

82.50 

67.80 

MEM 

511 

MOSFET (with Protective Diode) 

10.00 

10.00 

6.70 

MEM 

517 

POTTER MOST 

27.50 

27.50 

18.85 

MEM 

517A 

POTTER MOST (Body lead tied to source) 

29.10 

29.10 

19.20 

MEM 

520 

MOSFET (without Protective Diode) 

11.00 

11.00 

7.25 

MEM 

521 

21 Bit Shift Register, 2 Clocks 
(-55° to +85°C) 

77.50 

62.25 

52.50 

MEM 

522 

Dual 3-Input NOR Gate 

12.00 

9.00 

8.00 

MEM 

529 

Binary 

15.00 

12.50 

10.00 

MEM 

550 

Dual MOS Chopper 

17.50 

17.50 

11.30 
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May we be of additional service to you? 

Your interest in semiconductor products is greatly appreciated, and we welcome the opportunity of providing you with 
additional information. Please use this self-mailing card to advise us of any need you may have. 


TITLE 

JL-a g> • JCliife • 

^ 

COMPANY 

Box 1546 


DIVISION 

Pouf^keepsie , N. Y. 12603 


ADDRESS . 


CITY. 


STATE. 


ZIP CODE- 


Q Please add my name to your mailing list. 

Please have your sales engineer: 

n Visit Q] Phone No Ext. 

This project is for; 

Q Military Q Industrial □ Consumer/Entertainment 

I am interested in the following products: 


My specific application is for: 


My primary responsibility is; 

□ Circuit design Q] Evaluation Q Standards 

r~l Reliability/Quality Control Q Research/Development 

□ Procurement Other 



First Class 
Permit No. 815 

SECTION 34.9 P.L. & R. 

Hicksville, N.Y. 11802 


BUSINESS REPLY CARD 

NO POSTAGE NECESSARY IF MAILED IN THE U.S.A. 


GENERAL INSTRUMENT CORPORATION 

Semiconductor Products Group 

600 West John Street 

Hicksville, L.l. N.Y. 11802 


ATTENTION: Advertising Department 


